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TSE ELECTRIC FURNACE
The holder is shown in outline in Fig. 47.   AA is the arm with tightening screw, 5 and nut N, to which is attached the strap
FIG. 47.—Electrode-holder of HSroult steel furnace.
F, which draws the contact pieces B, C and D against the electrode E, and the latter against the arm A. A cable, not shown in the sketch, is bolted to A, B, C, and D, thus distributing the current
FIG. 48.—Stuffing-box electrode holder.
to the contact pieces.   A shield is provided to protect the holder from the heat and smoke of the furnace.
